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MAKERS OF QUALITY APPOINTMENTS FOR THE BATHROOM AND KITCHEN 





A-100-D 
With Lights ON 




eoncealite 

modern design in 

CABINET LIGHTING 



LIGHTS EXPOSED ONLY 
WHEN PANELS ARE OPEN 

Lights fully concealed when not in use 

A single touch of the finger automatically opens 

mirrored panels and lights the glare free diffusers 

60 watt Lumiline bulbs give true incandescent 

lighting 

CLASSIC DESIGN 

Brilliant hand beveled mirror door and side panels on 
single door units 

Gleaming chromium trim on double door units 

CONSTRUCTION FEATURES 

Electric outlet 

Patented non-tilt adjustable shelf supports 

Razor blade drop 

Metallic baked-on interior finish 

Generous storage space 

Electrical connection top center of cabinet 

Bulbs included 



SIZES FOR ALL BATHS 

HINGED SINGLE DOOR WITH BEVELED EDGE 
(Matches units on pages 4 and 5) 



MODEL 


OVERALL 


DOOR 


WALL OPENING 


NO. 


Width Hgt. 


Width Hgt. 


Width Hgt. Depth 


A-101 


23" x 22" 


16" x 22" 


14" x 21" x 3" 


A-101-A 


25" x 24" 


18" x 24" 


16" x 23" x 3" 


A-101-B 


27" x 26" 


20" x 26" 


18" x 25" x 3" 




HINGED DOUBLE DOORS with CHROMIUM FRAME 
(Matches units on Page 12) 


MODEL 


OVERALL 


EACH DOOR 


WALL OPENING 


NO. 


Width Hgt. 


Width Hgt. 


Width Hgt. Depth 


A 100 D 


41" x 24" 


16V2"x24" 


32"x23V4"x3" 


Where Valance 
recommmended. 


Light is desired 


above A-100D 


cabinet, model 41-108 is 



Marchand Concealite Cabinets are the subject of U. S. Letters Patent. 



Standard trim finish is polished chromium. Available 
in satin chromium finish and special finishes to order. 



MARCHAND 



LIGHTED CABINETS 

with hand beveled mirrors 



Brilliant beveled mirrors combined with 
gleaming chromium trim 

Choice of incandescent, (Lumiline) or fluorescent lighting 
Rotating chromium light shields 
Independent light switch and electric outlet 

CONSTRUCTION FEATURES 

Patented n on-tilt adjustable shelf supports 
Razor blade drop 
Metallic baked-on interior finish 
Electrical connection top center of cabinet 




209 SERIES 



209 SERIES — SINGLE HINGED DOOR CABINETS 
THREE SIZES with Beveled Mirrors 



MODEL NO. 


OVERALL 


DOOR 


WALL OPENING 


Lumiline 


Fluorescent 


Width Hgt. 


Width Hgt. 


Width Hgt. Depth 


L-209 


F 209 


22V 2 "x22" 


16"x22" 


14"x20 1 / 2 "x3 1 / 2 " 


L-209-A 


F-209-A 


24 1 / 2 "x24" 


18"x24" 


16"x22 1 / 2 "x3 1 / 2 " 


L-209-B 


F-209-B 


26 1 / 2 "x26" 


20"x26" 


18"x24 1 / 2 "x3 1 / 2 " 



Bulbs Not Included with Above. 

Design of L-209 series matches units on pages 4 and 5. 



C-129 SERIES — TRIPLE VANITY CABINETS, 

TRIPLE STORAGE, HINGED DOORS with Beveled Mirrors 



MODEL NO. OVERALL 
Lumiline Fluorescent Width Hgt. 



WALL OPENING 
Width Hgt. Depth 



C-129-L C-129-F 



41" x 24" 



39V 2 " x 22V 2 " x 3 3 / 4 " 



Bulbs Included. 

Design of C-129 series matches units on pages 4 and 5. 



with chromium frame 

DOUBLE HINGED DOORS Chromium Framed 



MODEL NO. 
Lumiline Fluorescent 



OVERALL 
Width Hgt. 



WALL OPENING 
Width Hgt. Depth 



L-2Q8-D F-208-D 



41" x 24" 



39V 2 " x 22V 2 " x 33/4" 



Bulbs Not Included with Above. 

Electrical Connection Top Center of Cabinets on page 12. 
Design of 208 series matches unit 

Optional trim finish in satin chromium and special 
finishes available. 




C-129-L C- 




L-208-D F 



BEVELED EDGE & APP 




OVERALL WALL OPENING 

Width Height Width Height 

HINGED DOOR CABINETS WITH BEVELED EDGE 



C-109 


16" 


X 


22" 


14" x 20" 


X 33/4" 


C-109A 


18" 


X 


24" 


16" x 22" 


X 33/4" 


C-109B 


20" 


X 


26" 


18" x 24" 


X 33/4" 


C-109C 


24" 


X 


30" 


221/z" x 28V 2 " 


X 33/4" 


MIRRORED VALANCE LIGHTS 


14-109 for 2 bulbs 


14" 


X 


3" 


( use with C-109 




27-109 for 4 bulbs 


27" 


X 


3" 


? and C-l 10 cabinets 




41-109 for 6 bulbs 


41" 


X 


3" 


use with C-410 or C-129 cabinets 


48-109 for 6 bulbs 


48" 


X 


3" 


use with C-5l0 cabinet 






CLASSIC STORAGE CABINET WITH 
FULL LENGTH MIRROR DOORS 



MODEL 


DEPTH 


DOOR 


WALL OPENING 


No. 


INSIDE 


MIRROR 


Width Hgt. Depth 


C-118 


4V4 


20 x 60 


I8V2 X 58V2 X 33/4 


C-118-A 


8 


20 x 60 


18V2 x 58 y 2 x 73/4 


C-118-B 


12 


20 x 60 


I8V2 X 58*/ 2 X IP/4 



OVERALL 
Width Height 
HORIZONTAL RECESSED SHELVES 



WALL OPENING 
Width Height Depth 



RS-109 
RS-109SL 




20" 


x 9" 


18%" 


X 


73/4" 


X 


4" 


RS-110 
RS-110SL 




24" 


x 9" 


223/ 4 " 


x 


73/4" 


X 


4" 


RS-111 
RS-111SL 




28" 


x 9" 


263/4 " 


x 


73/4" 


X 


4" 


RS-410 
RS-410SL 
RS-41 OLAV 


} 


41" x lOW 

use with C-410 cabinet 


40" 


X 


83/ 4 " 


X 


4" 


RS-510 
RS-51QSL 
RS-51 OLAV 


l 
J 


48" x 10%" 

use with C-510 cabinet 


47" 


X 


83/ 4 " 


X 


4" 


use RS-109, 110, & 111 with C-109 series 



BEVELED EDGE & APPLIED BEVELED BORDERS 





RS-41QLAV mirror lined W/R-2000 RS-110 



OVERALL WALL OPENING 



Width Height 
APPLIED BEVELED BORDER CABINETS 


Width 




Height 




Depth 


C-110 hinged door 20" x 26" 


18" 


X 


24" 


X 


33/4" 


C-410 sliding doors 41" x 26" 


40" 


X 


25" 


X 


4Vs" 


C-510 sliding doors 48" x 31" 


47" 


X 


30" 


X 


4Ve" 


VERTICAL RECESSED SHELF 


RS-309 9" x 26" 7W 
use with C-109B, C-110 & C-410 cabinets 


X 


243/4" 


X 


4" 


SIDE WALL LIGHT 


3077 3W x 8" 



RS-410 mirror lined RS-410SL sliding doors 



All cabinets, lights, recessed shelves on pages 4 and 

5 match in basic beveled edge design, and may be 

intermixed to suit individual taste. 

They are also designed to be combined with A-101 

series cabinets (p. 2) also 209 series and C 129 series 
(p. 3). 
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C-115 




41-115 



C-415 



RS-115 




RS-415LAV mirror lined W/R-2000 





RS-415SL sliding doors 




RS-315 



RS-415 mirror lined 



OVERALL 



WALL OPENING 



Width 

CABINETS 


Height 




Width 


Height 


Depth 


C-115 hinged door 21" 


x 27" 




18" 


x 24" x 


33/4" 


C-415 sliding doors 42" 


x 27" 




40" 


x 25" x 


4V 8 " 


C-515 sliding doors 49" 


x 32" 




47" 


x 30" x 


AVs" 


MIRRORED VALANCE LIGHTS 


14-115 for 2 bulbs 14" 


x 3 5 / 8 " 


1 


use 


with C-115 




27-115 for 4 bulbs 27" 


X 35/8" 


J 




41-115 for 6 bulbs 41" 


x 3 5 /s" 




use with C-415 




48-115 for 6 bulbs 48" 


x 3 5 / 8 " 




use with C-515 




SIDE LIGHTS 


3065 2%" 


X 83/4" 











OVERALL WALL OPENING 

Width Height Width Height Depth 

HORIZONTAL RECESSED SHELVES 

RS-115 ( 27" x 103/4" 23 3 /4" x 73/4" x 4V 2 " 
RS-115SL | use with C-115 cabinet 



RS-415 
RS-415SL 
RS-41 SLAV 



42" x \W 40" x 8 3 / 4 " x 4" 
use with C-415 cabinet 



RS-515 
RS-515SL 
RS-51 SLAV 



49" x llW 47" x 8 3 / 4 " x 4" 
use with C-515 cabinet 



VERTICAL RECESSED SHELF 

RS-315 



103/4" x 27" 7 3 /4" x 233/4" x AV2" 

use with C-115 or C-415 cabinets 




OVERALL 
Width Height 



WALL OPENING 
Width Height Depth 



CABINETS 



C-102 hinged door 20" x 26" 18" 


X 


24" 


X 


33/4" 


C-402 sliding doors 41" x 26" 40" 


X 


25" 


X 


4 1 /a" 


C-502 sliding doors 48" x 31" 47" 


X 


30" 


X 


AW 


HORIZONTAL RECESSED SHELVES 


RS-102 
RS-102SL 


I 24" x 9" 22 3 / 4 " 
\ use with C-102 cabinet 


X 


73/4" 


X 


4" 


RS-402 

RS-402SL 

RS-402LAV 


1 41" x 10%" 40" 
j use with C-402 cabinet 


X 


83/4" 


X 


4" 


RS-502 
RS-502SL 
RS-502 LAV 


I 48" x 10%" 47" 
J use with C-502 cabinet 


X 


83/4" 


X 


4" 



OVERALL WALL OPENING 

Width Height Width Height Depth 

VERTICAL RECESSED SHELF 



RS-302 


9" x 


26 




7 3 /4" x 243/4" x 4" 


MIRRORED VALANCE 


LIGHTS 




14-102 for 2 bulbs 


14" 


x 


r j 


use with C-102 cabinet 


27-102 for 4 bulbs 


27" 


x 


3" ) 


41-102 for 6 bulbs 


41" 


x 


3" 


use with C-402 cabinet 


48-102 for 6 bulbs 


48" 


X 


3" 


use with C-502 cabinet 


SIDE LIGHTS 


3075 


31/2" x 
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PUNTY-CUT 
DESIGN 



41-116 



C-116 




RS-116 



C-416 




RS-416 LAV mirror lined W/R-2000 





RS-416SL sliding doors 



RS-416. mirror lined 



RS-316 



CABINETS 



OVERALL 
Width Height 



WALL OPENING 
Width Height Depth 



C-116 hinged door 


20" x 26" 18" 


x 


24" 


X 


33/4" 


C-416 sliding doors 


41" x 26" 40" 


x 


25" 


X 


4V8" 


C-516 sliding doors 


48" x 31" 47" 


x 


30" 


X 


4Vs" 


HORIZONTAL RECESSED SHELVES 


RS-116 
RS-116SL 


X 

i 


24" x 9" 223/4" 
use with C-116 cabinet 


X 


73/4" 


X 


4" 


RS-416 

RS-416SL 

RS-416LAV 


} 


41" x lOtt" 40" 
use with C-416 cabinet 


X 


83/ 4 " 


X 


4" 


RS-516 
RS-516SL 
RS-516 LAV 


1 
j 


48" x lOW 47" 
use with C-516 cabinet 


X 


8 3 / 4 " 


X 


4" 



OVERALL 
Width Height 

VERTICAL RECESSED SHELF 



WALL OPENING 
Width Height Depth 



RS-316 


9" x 


26 




73/4" x 243/4" x 4" 


MIRRORED VALANCE 


LIGHTS 


14-116 for 2 bulbs 


14" 


x 


3" 




27-116 for 4 bulbs 


27" 


X 


3" 


- | use with C-116 cabinet 


41-116 for 6 bulbs 


41" 


X 


3" 


use with C-416 cabinet 


48-116 for 6 bulbs 


48" 


X 


3" 


use with C-516 cabinet 


SIDE LIGHTS 


3067 


3V2" x 
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41-112 



IT? 



MMt^LJ m^Ei] ^■mLmJI ^StZJ SB8ii3 -!3^K^3 




f 



III , ,■■ 



1— I— «j\ 



C-412 




mi* it— j 




RS-41 2LAV mirror lined W/R-2000 




RS-412 mirror lined 




RS-412SL sliding doors 




RS-312 



C-112 



1 




\i 



3064 




RS-112 



CABINETS 



OVERALL 
Width Height 



WALL OPENING 
Width Height Depth 



C-112 hinged door 


20" x 26" 18" 


X 


24" 


X 


33/4" 


C-412 sliding doors 41" x 26" 40" 


X 


25" 


X 


w 


C-512 sliding doors 48" x 31" 47" 


X 


30" 


X 


4V 8 " 


HORIZONTAL RECESSED SHELVES 


RS-112 
RS-112SL 


I 
i 


24" x 9" 22 3 / 4 " 
use with C-112 cabinet 


X 


7 3 / 4 " 


X 


4" 


RS-412 

RS-412SL 

RS-412LAV 


} 


41" x 10%" 40" 
use with C-412 cabinet 


x 


8%" 


X 


4" 


RS-512 
RS-512SL 
RS-512 LAV 


} 


48" x 10V4" 47" 
use with C-512 cabinet 


X 


83/4 " 


X 


4" 



OVERALL WALL OPENING 

Width Height Width Height Depth 

VERTICAL RECESSED SHELVES 



RS-312 9" x 26" 73/ 4 " x 24 3 /4" x 4" 
use with C-112 & C-412 cabinets 


MIRRORED VALANCE LIGHTS 


14-112 for 2 bulbs 14" 


X 


3" 


j use with C-112 cabinet 


27-112 for 4 bulbs 27" 


X 


3" 


41-112 for 6 bulbs 41" 


X 


. 3" 


use with C-412 cabinet 


48-112 for 6 bulbs 48" 


X 


3" 


use with C-512 cabinet 


SIDE LIGHTS 


3064 31/2" 


X 


8" 





A truly revolutionary concept 
in medicine cabinet design. 



Offered in a variety 
of cabinet styles. 



When seated at the vanity, a touch 
of your finger lowers the mirror 
down to most convenient height. 



The contents of this cabinet stay concealed, 
with mirror up or down, yet contents of cabi- 
net remains accessible with mirror in any 
position. 




Available on single hinged door unlighted 
cabinets -Nos. C-102, C-109B, C-110, 
C-112, C-115 and C-116. 

INSTALL ALONE OR 
WITH OTHER UNITS 



illustration shows three piece 

ensemble consisting of C-109B cabinet with 

High and Low feature, on 

the right, combined with standard 

C-109B and RS-309. 



For illumination, use valance light in size and 
design to suit the individual application. 

*Pat. Pend. 




Cabinets with High and Low feature are fur- 
nished with flat flanges, therefore W greater 
wall opening depth than standard cabinets 
is required. 



RECESSED VANITIES 

for gracious living 




LIGHTED VANITIES with BORDERS TO MATCH ALL DESIGNS 



Model 
No. 


Border Design 


OVERALL 
Width Hgt. 


WALL OPENING 
Width Hgt. Depth 


RV-102 
RV-108 
RV-110 
RV-112 
RV-116 


Thiimb Cut . 
Chromium Frame 
Applied Bevet V 
Baguette 

Punty-Cut J 


40" x 30" 


39" x 29" x 4" 


RV-115 


Piecrust 


41V2"x30 3 /4' 


39"x29"x4V 2 " 



Thumb Cut Border (page 7), RV-102 
Chromium Border (page 12), RV 108 
Beveled Border (page 5), RV-110 
Baguette Border (page 9), RV-112 
Punty Cut Border (page 8), RV 1 1 6 
Piecrust Border (illustrated above), RV-1 1 5 



Electrical Connection Top Center of Wall Opening. 
Standard model has 8" projecting shelf. 



ALL RECESSED VANITIES ARE ALSO AVAILABLE WITH 
BORDER ON FOUR SIDES WHEN NO PROJECTING SHELF IS DESIRED 
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Chromium Frame 






41-108 



C-408 




6001 



TUBULAR 
LIGHTING FIXTURES 

with Rotating Chrome 
Light Shield 



MODEL NO. 


TYPE 


Lumiline 


Fluorescent 


L-1 


F-1 


Keyless 


L-2 


F-2 


With Switch 


L-3 


F-3 


With Outlet 


L-4 


F-4 


With Switch 
and Outlet 



Overall Length -19^2" 
Overall Width - Lumiline 2 5 /s" 
Overall Width - Fluorescent 2¥s" 



41-108 




C-108D 




RS-408 




RS-408LAV 



CONCEAL-ALL RECESS 



OVERALL 
Width Height 



WALL OPENING 
Width Height Depth 



OVERALL 
Width Height 

MIRRORED VALANCE LIGHTS 



WALL OPENING 
Width Height Depth 



RS-6002 


40" x 9 l A" 


39" 


x m* 


x 4" 


14-108 for 2 bulbs 


14' 


x 3" 




WALL MIRROR 










27-108 for 4 bulbs 


27' 


x 3" 




6000 


40" x 28" 








41-108 for 6 bulbs 


41' 


x 3" 


use with C-408 


SIDE WALL LIGHT 










48-108 for 6 bulbs 


48' 


x 3" 


use with C-508 


















6001 Concealite 


3y 4 " x 22" 








HORIZONTAL RECESSED SHELVES 




CABINETS WITH 


SLIDING DOUBLE DOORS 








RS-408 Mirror lined, 

open shelf. 
RS-408SL Sliding mirror 

doors, stainless steel 




X 101/4" 


40" x 83/4" x 4" 


C-408 


41" x 26" 


40" 


x 25" 


x 4Ve" 


interior. 
RS-408LAV Mirror lined, 
Conceal-All lavatory 
combination in center, j 


C-508 


48" x 31" 


47" 


x 30" 


* 4Mj" 








CABINETS WITH HINGED DOUBLE DOORS 














C-108D 


41" x 24" 


39V2" 


X 22V2" 


X 33/4" 


RS-508 








A-100D Concealite 


See Page 2 








RS-508SL 


1 48" 


x IO1/4" 


47" x 8 3 / 4 " x 4" 


L-208D . . . . . 

rofian Lighted 


] See Page 3 








RS-508LAV 









"VARI-SET" 



surface bathroom accessories 
gleaming chromium on solid brass 



A perfect complement to the luxurious styling 
of Marchand cabinets. Simplicity and grace, 
with clean lines which blend with any decora- 
tive scheme. 

Heavy brass forgings are used on project- 
ing parts. Heavy wall brass tubing is used for 
bars. Recessed accessories are of drawn solid 
brass. 

For maximum strength and durability, 
even the concealed wall mounting plates are 
heavy brass forgings. No diecast parts are 
used with Marchand quality products. 

Standard finish is POLISHED CHRO- 
MIUM. Optical finishes include SATIN 
CHROMIUM, POLISHED BRASS and 
SATIN BRASS. 



200-S 

300-S 
310-S 
500-S 



620-S 
700*$ 
800-S 
810-S 
820$ 
R-200 
R-300 
R 600 
R-700 



Soap dish 
Tumbler holder 

Tumbler and toothbrush holder 
square towel bar— 18" long 
W square towel bar— 24" long 
W square towel bar— 30" long 
3 A" square towel bar— 36" long 
Square grab bar-8" long 
Paper holder with aluminum roller 
Single hook 
Double hook 
Double hook 

Recessed soap holder with dish 
Recessed tumbler holder 
Recessed soap holder and grab bar with dish 
Recessed paper holder with aluminum roller 



Wall opening 

5V 2 " x 5V 2 " 
2" deep 





310-S 




200-S 




810-S 



820-S 




300-S 




800-S 



tefc 




700 $ 



620-S 



im 




500-$ 







R-200 



R-300 



R-600 



R-700 
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Brilliant Chromium - Hidden Utility - Opened by a Finger Touch 




R-2000 — VENTILATED LAVATORY COMBINATION R-1200 — FACIAL TISSUE DISPENSER 

for Soap, Tumbler and Toothbrushes OVERALL 12**" Wide x 7W Hrgh 

Stainless Steel Interior WALL OPENING 11%" W x H x 3" D 

Concealed ventilation permits rapid drying of soap and 
brushes. 

OVERALL WW Wide x 7%" High 

WALL OPENING WW W x 7%" H.x 3 5 /a" D 






R-900 — PAPER HOLDER 

for ROLL Toilet Tissue 
Install to Open Right or Left 

OVERALL - 9" Wide x 7" High 

WALL OPENING 8" W x 6V2" H x IW D 

Marchand Conceal — All accessories are the 
subject of U.S. Letters Patent. 
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R-1500 — APPLIANCE HOLDER 

for Electric Shaver — Switch and Outlet Inside 
Wiring Connection — At left end of top 
Shelf on Door 

OVERALL lift" Wide x 1W High 

WALL OPENING 10 3 /s" W x 7W H x 3%" D 

INSIDE DIMENSIONS 9Vz" W x 5W H x 3 7 /s" D 

R-1600 — UTILITY HOLDER 

Exactly as R-1500 without Electrical Outlet and Switch 




conceal - 





KITCHEN ACCESSORIES 



THE MODERN SURFACE CONCEAL-ALL® DISPENSER 
WITH OPTIONAL CONCEALED COUNTER LIGHT 



SINGLE DISPENSER— for roll paper towels, 
Models 155 polished chrome, 155SS stainless 
steel, 156 copper finish. 

DOUBLE DISPENSER— for wax paper and foil, 
Models 145 polished chrome, 145SS stainless 
steel, 146 copper finish. 

For lighted models specify L155, L145SS, etc. 
Lighted models are complete with electric switch 
and outlet 



DIMENSIONS: length "A" 
im* t height I'B" 8%", 
depth "C" 4", depth "D" 
lVi". Electric connection 
57s" from top of box — 
in center of back, on 
lighted models only. 



SIMPLICITY OF 
INSTALLATION 

Surface mounting 
eliminates need for 
wall opening. 




OTHER USES: 

As shelf for radio, clock etc. Cover top to match counter. 



RECESSED, SPACE SAVING, CONVENIENT, CONCEAL-ALL ACCESSORIES 




SINGLE DISPENSER — White enamel interior — For roll 
paper towels. Models: R 5000, R 5100, R 5500 and R 5600. 




TRIPLE DISPENSER — White enamel interior — For roll 
paper towels, waxed paper and aluminum foil. Models: 
R3000, R3100, R3500, and R3600 



FINISHES: 

Polished chrome frame and door - 

Models R3500, R45QQ, R5500, 
R7500. 

Satin stainless steel door and frame 

- Models R3500SS, R4500SS, 
R5500SS, R7500SS. 

Copper finish frame and door - 

Models R3600, R4600, R5600, R7600 
White enamel door, polished chrome 
frame — Models R3000, R4000, 
R5000, R7000. 

White enamel door, satin stainless 
steel frame - Models R3000SS, 
R4000SS, R5000SS, R7000SS. 
White enamel door, copper finish 
frame - Models R310Q, R41Q0, 
R5100, R7100. 

Antiqued copper frame and door — 

Models R3700, R4700, R57Q0, R7700. 



SINGLE DISPENSER 
DOUBLE DISPENSER 
SPICE SHELF 
overall 

15y 2 Wx%" H 
wall opening 
14% W x 8% H x 4" D 
TRIPLE DISPENSER 
overall 

15V 2 Wx 15V 2 " H 
wall opening 

14% W x 14Vz H x 4" D 




DOUBLE DISPENSER — White enamel interior — For waxed 
paper and aluminum foil. Models: R4000, R4100, R 4500 
and R 4600. 




SPICE SHELF— For salt, pepper, spices, etc. — White 
enamel interior. Models R 7000, R 7100, R 7500 and R 7600. 
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For almost a half century the name "Marchand" has been 
synonymous with the finest of custom made products. 

Marchand cabinets and accessories are designed and 
executed entirely by our own craftsmen, long experienced 
in the glass and metal working skills. 

This catalog presents the ultimate in fine quality 
appointments for the better home. 
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